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TUCK’S POST CARD. 

CARTE POSTALE. POSTKARTE 

ft Lincoln Cathedral. The noble vaulted Nave of the 

g Cathedral was built early in the thirteenth century (120!) to (For Address Only.) 

a 12.10). It is 21.1 feet long’80 feet wide and 82 feet high. 'Hie 
0 Lincoln Imp is a stone figure ornamenting one of the columns 
? in the Angel Choir 
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Printed in England. 
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